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22,24ah^26 south I5T« ST. 




Col* 0* G. Bosbyshell* 


Director of tho Mint» Philadelphia, Pa* 


Dear Sir; 

I called to see you a couiJle of times at your office but was 

! 

unfortunate in missing you each time* I desire to see you in re- 

* 

gard to furnishing you with fuel gas* i understand that you desire 
to make some an^angements to enable you to use a large quantity of 
this material* I feel confident that we have an apparatus here, 
if you could furnish us with a space of about 15 ft- square, by 


which we can give you all the fi.iel gas you v/ant, and I am positive 
the saine would not cost you over sixty cents per thousand cubic 
feet. If you would like to take this subject up, I would be very 
much pleased to go over the matter A'^/ith you. 

Respectfully Yours; 




Manag er• 












































NARA RG104, Entry 1, Box 168 


Pennsylvania Globe Gas Light Co. 

Philadelphia, 

February 7, 1891 

Col. O.C. Bosbyshell. 

Director of the Mint, Philadelphia, Pa. 

Dear Sir; 

I called to see you a couple of times at your office but was unfortunate in missing you 
each time. I desire to see you in regard to furnishing you with fuel gas. I understand that you 
desire to make some arrangements to enable you to use a large quantity of this material. I feel 
confident that we have an apparatus here, if you could furnish us with a space of about 15 ft. 
square, by which we can give you all the fuel gas you want, and I am positive the same would 
not cost you over sixty cents per thousand cubic feet. If you would like to take this subject up, I 
would be very much pleased to go over the matter with you. 

Respectfully Yours; 

Martin Claranny [?] 

Manager 



